

Adjustable Humidifier 

If you are a musician, your instrument is probably one of the most significant things you 
own. So, naturally, you don't want to waste your money on costly repairs caused by 
warping, shrinkage, peeling, splitting or cracking. That's why we created the only 
adjustable humidifier on the market today, designed specifically for musical instruments. 
Its unique, patented design gives you complete control of the humidity in your case so you 
won't have to worry about instrument damage. 




performance. We also offer the Humistat "combo," which comes with both an adjustable 
humidifier and a hygrometer to check the humidity level of your case at any time. 
HumistatS is the quality choice of music professionals. S 

Hundreds of thousands of musicians -- professionals, students, and amateurs alike -- use 
HUMISTAT® in their instrument cases. 

HUMISTAT® humidifiers are available in two sizes: 

The NO. 1 for violins, violas, clarinets, oboes, mandolins, ukuleles and other small 
instruments. 
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